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The theater at U7 S. Washington St. in down¬ 
town Green Bay was operated as the Fox Theater 
until the mid 1930s, when it became the Bay Thea¬ 
ter, which closed in 1998. The theater was restored 
in 2002 and reopened as The Meyer Theater in 
2003. 
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Children line up outside of the Bay Theater in 1959 
to see free movies during Fire Prevention Week. 

COURTESY OF NEVILLE PUBLIC MUSEUM OF BROWN COUNTY 


The Meyer Theater, 117 S. 
Washington St., Green Bay 

USA TODAY NETWORK-WISCONSIN 
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